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UNCLASSIFIED 

PAGE 01 RIO DE 02618 09I643Z 
ACTION HEW-06 


Message Text 


INFO OCT-OI ARA-14 ISO-00 OES-07 MED-03 /03I W 

008001 091644Z/45 

PR09I542Z JUN78 
FM AMCONSUL RIO DE JANEIRO 
TO SECSTATE WASHDC PRIORITY 6330 
INFO AMEMBASSY BRASILIA 
AMCONSUL SAO PAULO 


UNCLAS RIO DE JANEIRO 2618 
E.O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, TBIO, BR 

SUBJECT: FDA ADVISORY - DEFECTIVE INTRA-AORTIC BALLOON PUMPS 
(RECALL T-098-8) 

REE: STATE 138793 


1. DR. DOMINGOS JUNQUEIRA OE HOSPITAL DA LAGOA, AND DR. 

LAERTE VAZ DE MELLO OF HOSPITAL DOS SERVIDORES DO ESTADO 
DO RIO DE JANEIRO, HAVE STATED THAT THEY HAVE NOT REPEAT 
NOT RECEIVED ANY COMMUNICATION EROM AVCO MEDICAL PRODUCTS 
CONCERNING RECALL OF INTRA-AORTIC BALLOON PUMP. 


2. WE HAVE FORWARDED COPIES OF TATE 138793 TO BOTH HOSPITALS 
ADDRESSED AS EOLLOWS: DR. DOMINGOS JUNQUEIRA, HOSPITAL 
DA LAGOA (CIRURGIA CARDIOVASCULAR), RUA JARDIM BOTANICO 
501 - 8-0 ANDAR, 20000 RIO DE JANEIRO, RJ. 

DR LAERTE VAZ DE MELLO/DR. W.RORIZ, HOSPITAL DOS SERVIDORES 
DO ESTADO DO RIO DE JANEIRO (CIRURGIA CARDIOVASCULAR), 

RUA SACADURA CABRAL 178 - 9-0 ANDAR, 20000 RIO DE JANEIRO, 

RJ. 

DEXTER 


UNCLASSIFIED 
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